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Newark City Subway 


Presidents' Conference Committee (PCC) 
Car Retirement-August 24, 2001 


The Newark City Subway was built in the ze | 
the drained bed of the Morris Canal. Since"™1954, 
PCC cars have operated on the 4.3 miles of track 
that make up today's Subway line. The PCC cars, 
and 1049" are being replaced by NTRANSITs new {THe “ Mewerkas 

ani , are being replai y 's new x 

light rail vehicles. : ' * re orie7 


Artwork By Miguel Rosario/NJ TRANSIT 


